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FENCES 
a. Perimeter 
b. Protective 


SECURITY LIGHTING 
a. Perimeter 

b. Building 

c. Emergency 

d. Protective 


LOCKS 

a. Security 

b. Control 

c. Protective 

d. Ingress & Egress 
Control Devices 


ALARMS 

a. Perimeter 

b. Sensors 

c. Area 

d. Surveillance 

e. Detection 
(1) Motion 
(2) Fire 
(8) Heat 
(4) Smoke 
(5) Pressure 
(6) Mechanical 


GUARD FORCE 
a. Construction 
b. Permanent 


6. BARRIERS 


a. Interior 
b. Exterior 
c. Personnel 


AREAS OF RESPONSIBILITY 


Security Representative, BPS 
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8. 


9. 


10. 


11. 


25X1A 
25X1A 
SECURITY CONSTRUCTION i] 
a. Vaults 
b. Secure Areas 
c. Soundproofing 
d. Special Purpose Space 
e. Grills 
f. Window Treatments 
RESEARCH & DEVELOPMENT ON 
SECURITY DEVICES FOR 
a. Phones 
b. Intercoms 
c. Containers 
d. Pneumatic Tubes 
e. Conveyors 
f. Input/Output Devices 
g. Lasers 
SPECIFIC PROGRAMS 
a. Audio Countermeasures 
b. Classified Waste Disposal 
c. Secure Information Distribution 
& Exchange Systems 25X1A 
(1) Voice 
(2) Computer/Digital 
(3) Video 
TRAFFIC 
a. Gate Congestion & Flow 
b. Highway Requirements 
c. Public Transportation 
d. Internal Vehicular Circulation 
25X1A 


INTERNAL TRANSPORTATION SYSTEMS 
a. Elevators & Escalators 
b. Moving Walks — 
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